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a through bedfalls can be prevented. E. 
Hay June- 54 





Pin Bw program of AHA progressing well. W. 
H. Markey Jr. 
Administration staff conferences. (Opinions) 
Administrative counselor—an experiment suggests a 
new type of profession. E. H. Lupton 
Administrative interns. (Listing) 
Administrative internships—hospital obligations. R. 
E. Brown 
Administrative internships—intern contributions. E. 
D. Barnett 


ADMINISTRATORS 
Administrator education. (Editorial) 
Hospital administration course at Yale 
In the right direction. (Editorial) 
Inter-American fellowships in hospital adminis- 
tration program planned. 
Iowa University offers new college course in hos- 
pital administration April-118 
Licensing administrators. (Editorial) Aug.- 61 
Minnesota registration law for administrators: A 
step in the right direction. M. Hinenburg; Bene- 
fits for the small hospital. B. A. Brown; Time 
will prove worth of law. T. H. Head; Proper en- 
forcement for workable law. C. Meister. (Opin- 
ions) Aug.- 18; Mark of professional progress. 
R. Bradley; Refreshing and encouraging. H. 
E. Bishop; Such legislation is long overdue. M. 
P. Tanner. (Opinions) Sept.- 16 
Minnesota the first state to require registration of 
hospital superintendents May-124 
Regional conference on internship in hospital ad- 
ministration. Jan. 9-10, Columbia University 
Technique of leadership. L. D. Miller Jr. ................ Aprii- - 38 
Admitting department finds admitting forms a time- 
saver. T. S. Hamilton Aug.- 52 
Air sterilization, value of, shown in: six year report. 
G. Hyde and R. A. Higgons Aug.- 77 
Alberta association holds meeting in connection with 
Western Canada Institute for Hospital Adminis- 
trators. 
Alcoholics, a clinic for. R. M. Fleming 
AL mace RONALD B. Find hospital plant value up 
$180,000,000. Aug.- 438 
How many closed beds? May- 58 
AMASS, MRS. STELLA, R.N. Psychiatric service; 
nursing procedures. Jan.- 53 
Ambulance service added to equipment of Iowa Unt-_ 
versity Hospitals. ug.-114 
Ambulation—early, this much is known. N. O. a 
way and others July- 48 
eet COLLEGE OF HOSPITAL ADMINIS- 


oo conference Feb. 17-21, Stevens Hotel. 


Ch 
AMERICAN COLLEGE OF SURGEONS 
Announcement of annual conference on _ hospital 
standardization, Sept. 8-11, Waldorf-Astoria, 


New York. Sept.-116 
AMERICAN HOSPITAL ASSOCIATION 
Chronic care program approved by American Hos- 
pital Association, American Medical Association, 
American Public Health Association, and meet” 
ican Public Welfare Association. 
Committee members appointed for current year. ee 60 
Fiftieth convention plans are underway. Dec.-106 
House of Delegates. Sept.- 51 
A journal for trustees to be published by the Asso- 
ciation soon. (Also Editorial. p. 60) Aug.- 47 
A new department furnishes information on hos- 
pital planning. _- 26 
A new pension plan announced. (Editorial) 
Now is the time. (Editorial) 
Our public relations program 
Progress of the pension program. 
Rate structure variations—a national survey 
Trustee journal. (Editorial) 
AMERICAN HOSPITAL ASSOCIATION. ania 
CONVENTION 
Arrangements for the meeting at St. Louis 
New basic program plan 
Report on forty-ninth meeting 
AMERICAN HOSPITAL ASSOCTA TION. BOARD OF 
TRUSTEES 
A — insurance report form approved by, 


bo 
AMERICAN” HOSPITAL ASSOCIATION. COuUNGIL 
ON ADMINISTRATIVE PRACTICE. COMMITTEE 
ON ACCOUNTING AND STATISTICS 
Progress — on the accounting program. 
H. Markey 
AMERICAN HOSPITAL ASSOCIATION. COUNCIL 
ON GOVERNMENT RELATIONS AND COMMIT- 
TEE ON VETERANS RELATIONS 
For coordination of facilities. 
AMERICAN HOSPITAL ASSOCIATION. COUNCIL 
ON PREPAYMENT PLANS AND HOSPITAL RE- 
IMBURSEMENT 
Board of Trustees charts work for a new council. 
(Editorial) Sept.- 63 
Board of Trustees creates a new council 
AMERICAN HOSPITAL a COUNCIL 
ON PROFESSIONAL PRACTICE 
Warns on effects of proposed Tegislation for licens- 
ing “all who nurse for hire. Feb.-118 
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AMERICAN HOSPITAL ASSOCIATION. COUNCIL 
ON PUBLIC RELATIONS 
Announcing two new contests: For better publica- 


tions. 
AMERICAN HOSPITAL ASSOCIATION. HOSPITAL 
PLANNING REVIEW SERVICE 
Experiment in = il plan reviewing service. 
Jacque B. Norm Dec.- 45 
AMERICAN HOSPITAL ASSOCIATION. MID-YEAR 
CONFERENCE 
Announcement—the mid-year. (Editorial) 
The 1947 mid-year 
Report on the 1947 mid-year moons March- 64 
AMERICAN MEDICAL ASSOCIAT 
— convention held in ‘Atlantic City, June 


May- 64 











June-122 


Jan.-122 
July-110 





wt 57 4 of the House of Delegates, Chicago, Dec. 
9-11th, 1946. (Summary) 
Reports "from centennial convention 
AMERICAN NURSES’ ASSOCIATION 
Economic security program implemented by public 
relations program. Nov.-119 
AMERICAN RED CROSS 
Announcement of a “national blood program” 
Red Cross civilian blood program 
ARCHITECTS 
Architects to hold conference on design April 4-5, 
at Ann Arbor, University of Michigan College of 
Architecture and Design March-114 
Area map of approved Seastisi architects -April-114 
Seminars held for hospital architects ..June-112 
Army research center to be built at Glen Forest, . Aug.-102 
Army’s medical and hospital facilities undergo’ reor- 
ganization. Jan.-110 
, W. E. Penicillin: A major cost item. sadn 58 
ug.- 
pital licensure. une- 62 


ASKEW, J. B., M.D. Report on the starting of hos 
Audit for management annually. F. A. McNamara....Nov.- 41 
oe GENERAL HOSPITAL. AUGUSTA, 

Some first-hand press relations. April- 


AYDELOTT, ALFRED L., A.I.A. Plan for an_inte- 
grated hospital. Feb.- 
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— KENNETH B., M.D. Coordinated wae. 
ng. 
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Nov.-115 























une- 





BACON oe ged SECTION 
Jan.-80; Feb.-66; March-82; April-77; May-82; 
stag “82; July-73; Aug.-70; Sept.-75; Oct.-77; 


ae em CHARLES ae M.D. See: LONDON, AUD- 
REY D., R.N » st. aut 
BARNETT, BE. ’D., wD: * Administrative internships, 
ere contributions. 
BART LLAN.  dagacisietiea for a state association 
fulltime progra Ov. 
BATH, ANCIS ". Type of worker and training 
impértant, ae ee 
BAY, EMME M.D. and BROWN, RAY E. 
of ‘paying sibaatie in research and teaching 
Bed accommodations, distribution of, for hospitals 
today. (Opinions) N’ 
Bed capacity report on U.S. hospitals 
Bed falls and pitfalls. E. Hayt 
Bedpan—a portable flushing toilet invented 
BERGHEIM, M. M., MRS. Planning for effective fol- 
low-up care 
BERNARD, SISTER LORETTO, R.N. Beyond the ob- 
vious for hospital economy. (Bditorial. p. 58) 
A practical mail - messenger arrangement ov. 
= JOHN F. As a business house would collect 
om slow-pay patients. 
Bibiieal allusions to the care of the sick. N. Revis- 


BICK, MARGUERITE E., O.T.R. Psychiatric service: 

occupational therapy. Jan.- 
Biological photography. Mrs. E. K. Huffman May 
BIRCH-LINDGREN, GUSTAF. American architec- 

ture through Swedish eyes June- 
BISHOP, H. E. Minnesota registration law for ad- 

ministrators; refreshing and encouraging. inne = 

ons ept.- 
Blanket buying eS. Cc. C. Pratt April- 87 

BLECHA, ELMIRA E. On operating a special service 

for outpatient diets July- 63 
BLISS, RAYMOND W., MAJ. GEN., to succeed Maj. 

Gen. Norman T. Kirk as Army medical director. ....June-107 


BLOOD AND PLASMA BANKS 
Goals and complications in pooled plasma therapy. 
I. J. Brightman, M.D Nov.- 80 
Red Cross civilian blood program Nov.-115 
Blood donor plan—pilot study April-112 
Blood fractions. a progress report on the use of. 
A. B. Mitchell July- 79 
BLUE CROSS 
Enrollment ages discussed. 
Restoring the equation. (Editorial) 
Semi-annual conference of Blue Cross — held 
April 21-23, Hotel Schroeder, Milwaukee 
ie annual conference of Blue Cross held Apri 
1-23 at Milwaukee. 
mrastaent changes in the Blue Cross 
Study of hospital-plan relations 
BLUE CROSS NEWS SECTION 
Jan.-103: Feb.-106: March-105; April-104; May-104; 
June-116; July-108; Aug.-112; Sept.-107; Oct.-116; 
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May-104 








Dec.-105 





Nov.-104; 

BONNET, PHILIP D., M.D. Why not start over on 
nursing education? (Symposium) Feb.- 35; Fur- 
ther comments May- 

BOOK REVIEWS 
American Association of Medical Social Workers. 

Volunteer case aides in medical social service....Jan.- 
American Hospital Association. Measuring your 
community for a hospital. Revised ed 
American Medical Association. Voluntary health 
insurance vs. compulsory sickness insurance 
American Medical Association. Voluntary prepay- 
ment medical care plans Sept.- 
American Nurses’ Association. Practical nurses 
and auxiliary workers for the care of the sick....Aug.- 
Basil, J. Bruno. Tuberculosis hospital planning and 
construction. 3rd. e 
Bigley, Loretta I., R.N. Community clinics. ............ Dec.- 
Brown, John Mason. wees out Sept.- 
Carr, Malcolm W., D.D.S. Dentistry, an agency of 
health service March- 
Cleveland Hospital Council. A manual for training, 
hospital employees Feb.- 
Coicord, Joanna C. Your community, its provisions 
for health, education, safety, welfare 
Commission on Hospital Care. Hospital care in the 
United States Oct.- 
Commonwealth of Massachusetts. Minimum cur- 
riculum and syllabus for schools of attendant 
nursing June- 
Deming, Dorothy. Careers for nurses Aug.- 
East Bay Hospital Conference. Job evaluation and 
rate plan for professional and non- profeesions? 
employees April- 
Emig, Catherine. Bulletins, how to make them 
more effective 
Evans, J. J. Jr. A program for personnel admin- 
istration Ja 
Fishbein, Morris, M.D. A history of the American 
Medical Association u 
Fitzsimmons, Laura W., R.N., B.S., M.A. Textbook, 
for psychiatric attendants 
Goldwater, S. S., On hospitals 
Hayt, Emanuel, LLB. and Hayt, Lillian R., M.A., 
J.D. Law of hospital, ‘physician and patient. 
Hollingsworth, Helen and others. Medical care and 
costs in relation to family income; a statistical 
source book. 
Hospital Council of Greater New York. The master 
plan for hospitals and related facilities for New 
York City ul 
a, John P., ed. The yearbook of philanthropy, 





















































Jan 

Kurtz, Cais H., ed. Social work yearbook 1947... “May- 

Lacy, ‘Walter N. Purchasing for hospitals “Aug. 

Lesnik, Milton J. and Anderson, Bernice E. Legal 
aspects of nursing OV.- 

LeSouef, L. E., M.D. Report on hospital admin- 
istration Sept.- 

Luckiesch, Matthew, D.Sc., D.E. Applications of 
germicidal, erythemal and infra-red energy 

MacEachern, M. T., M.D. Hospital organization 
management. 2nd. ed e 

Metropolitan Life Insurance Company. Informa- 
tion manual for employees F 

Metropolitan Philadelphia Hospital Survey Com- 
mittee. Survey of hospitals in metropolitan 
Philadelphia M 

Michael Reese Hospital, Chicago. The Reese rec- 
ord. Volume I. Number I 

Michigan Hospital Survey Report. Hospital 
sources and needs. Kellogg Foundation 

National Fire Protection Association. Fire and air 
war. Edited by Horatio Bond 

National Fire Protection Association. 
Electric code for 1947 

National Publicity Council for Health and Welfare 
Services. Exhibits and how to plan them 

New York Academy of Medicine. Medicine in the 
changing order 

Nuffield Provincial Hospitals Trust. The hospital 
erase, the Domesday book of hospital serv- 
ce 




















Rosentiai, Isadore. Hospitals — integrated de- 


seliee, Gladys, Ph.D., R.N 
A history of nursing. 
Sinai, Nathan, Anderson, O. W., and Dollar, M. L. 
Health insurance in the United States 
Smith, Virginia J. and others. A Sori of service, 
Rochester General Hospital 1847-1947 
Social planning council of St. Louis. Research 
Bureau. Salaries as of August 1, 1946, in St. Louis 
social and health agencies according to standard 
job descriptions. 
Speller, S. R. Law relating to hospitals and kin- 
dred institutions ug. 
Stone, Capt. J. E. Secretarial practice and office 
administration for hospitals Nov.- 
United Hospital Fund. A study of prevailing rates 
in voluntary hospitals in the New York area....March- 
U._S. Office of Education, Federal Security Agency. 
Practical nursing. April- 
University of Michigan. College of Architecture 
and Design. Hospital planning: Papers pre- 
sented at the third Ann Arbor conference Sept.- 
University of Michigan, School of Public Health. 
Proceedings of the Conference on preventive 
medicine and health economics 
Walch. J. Weston. Check and double ec 
sickness insurance. 
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Wolf, Lulu K. Nursin Dec.- 77 


ng. 
BONDI, LEON A. The small hospital gives diet in-. 
structions July- 66 
BOSTON DISPENSARY, BOSTON, MASS., Dinner 
marks its sesquicentennial May. 124 
BRADLEY, F. R., A.C.H.A. Minnesota regis- 
tration law for Giasbaatenioee: mark of profes- 
sional progress. (Opinions) Sept.- 16 
Psychiatric service: Three-year report on treating 
patients in a general hospital. (Symposium) 
BRANTON, A. F., M.D. The aides are a Rosen 
asset. (Opinions) ne- 22 
BRIGHTMAN, I. JAY., M.D. b soa and rome mi 
tions = pooled plasma thera Nov.- 80 
— converts to socialized Seapitai care. A. G. 




















Ive Sept.- 57 
Britain's cottage hospitals. A. W. Haslett Feb.- 65 
British hospitals in transition 
Brooklyn pores oh merge Sept.-110 
BRO H, ROBERT N. Employee grievances—who 

should hear them? Conference privilege due the 

employee. (Opinions) : 
BROWN, BURTON A., M.D. Minnesota registration 

law for administrators: benefits for the small 

hospital. re Aug.- 
BROWN, H. Y E., COL. Numbers bring problems 

in the care a the veterans Aug.- 
BROWN, RAY E. Administrative internships, hos- 

pital obligations Oct.- 
— RAY E. See BAY, EMMETT B., M.D., jt. 


BROWN, STEPHEN S., M.D. Opening a school of 
nursing in the hospital with fewer than 100 beds: _ 
Adequate training is possible. (Opinions) April- 

BUCKLEY, HELENA G., R.N. Starting over with 
nursing ‘education. Knowledge counts May- 

BUGBEE, GEORGE. Some questions and answers on 
the Hill-Burton Act March- 

BUGBEE, GEORGE and GILLAM, MARGARET. 
Better food service for small hospitals through 
dietetics conferences May- 

Building Costs. R. Hudenberg. May- 

BUCHMUELLER, A. D. Psychiatric service: Social 
case work Jan.- 

BURROUGHS, PAUL L. Entire hospital can be 
served by standards group May- 

BUSINESS AND FINANCE 
Find hospital plant value up $180,000,000. R. B. 

Almack Aug.- 
More local tax revenue for these deficits. .................. Dec.- 
Rate structure variations—a national survey 
When — we look for a stabilized qcenemny 


H. V. Ols an 
sash ln ARCHBISHOP E. V. Voluntary hospital | 
Jan.- 


ystem 
BYSTROWSKI, HEDWIG. T., R.N. See LONDON, 
AUDREY D., R.N., jt. auth. 
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srg OF ASSOCIATION INSTITUTES 
Jan.- 28; Feb.- 26; March- 26; April- 28; May- 28; 
June- "26; July- "24; Aug.- 24; Sept.- 26; Oct.- 24; 
Nov.- 26; Dec.- 24 


CALENDAR OF ASSOCIATION MEETINGS 
Jan.-6; Feb.-6; March-6: April-6; ae 6; .June-6; 
July- 8; Aug.-6; Sept. -6; Oct.-6; Nov.-8; Dec.- 24 
CALLOWAY, N. O., M.D. AND OTHERS. ‘This much is 
known about early ambulation July- 48 
CANADIAN HOSPITAL COUNCIL 
Report of meeting October 16-18, with election of 
new officers. Dec.-109 
CAPOSELLA, J. G. Employee grievances — who 
should hear them? A grievance committee can 
settle problems. (Opinions) 
CAROLINAS-VIRGINIAS HOSPITAL CONFERENCE 
— rs by four southern states at regional 
me 
CARR, PRANKLIN D. Organizing purchasing meth- 
ods in small hospitals. ..... 
CARRINGTON, MARGARET, joins the staff as nurs- 
ing specialist 
CARTER, FRED G., M.D. F.A.C.H.A. Some reasons 
for building a square hospital -. ...Nov.- 33 
Thus we fumble in our teaching methods........... ....April- 33 
CARTMILL, GEORGE E. The death notice; simplifi- 
cation reduces six procedures to one. Dec.- 49 
Catholic hospital service in St. Louis. M. R. Kneifl .- 56 
Chain hospitals, why not? (With a comment, 
three-hospital chain in operation) 57 
a i Agee oo LOUISE. See COFFMAN, D. L., 
. jt. aut 
oneity and the costs of service. Msgr. R. A. eh. July- 59 
CHATTAHOOCHEE VALLEY HOSPITAL, NG- 
DALE, ALABAMA. First hospital ee for 
construction under P.L. 725...........-.---.-c-vss---csese+sseeeeee-eee Nov.-100 
Chest surveys for tuberculosis in weenie hospi- 
tals. W. H. Oatway Jr. .. OI 
aa” BUREAU. See U. S. CHILDREN’S 


Chronic care program outlined by—American Hos- 

pital Association, American Medical Association, 

American Public Health Association and Ameri- 

can Public Welfare Association..............................-.---- Nov.-108 
Chronic disease patient care encounters special prob- 

lems. C. G. Scherf ‘ Feb.- 53 
Civilian Production Administration continues gov- 

CRCRMIC TNE TERT CEN IS masini cerca sscprecenertenicgees May-114 
Civilian Production Administration raises weekly 

rate for approvals for hospital construction 
CLARK, GUY scan eelicninnesniacaiined them ‘on 

sound basis 
CLEVELAND HOSPITAL COUNCIL 

Publishes training guide for hospital employees...... Feb.- 62 
COFFMAN, D. M.D. and CHAPPELLE, ARY 

LOUISE. One way to eliminate complaints —, : es 

uly- 
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Collecting from slow-pay patients. J. F. Berry te 
COLLINS, JAY W. A talk may salvage that worker. “Aug.- 50 
COMMONWEALTH AOND 
Ten-year report of services and costs in seven 
small hospitals. (Tables) R. Jordan and R. T. 
Viguers 
COMMUNICABLE DISEASE HOSPITALS AND 
DEPTS. 
Communicable disease ward. Sister M. Hildegarde..July- 42 
Why fear polio? C. W. Munger 2 July- 40 
Communication systems between nurses’ stations 
and patients rooms. E. A. Jacobs Oct.- 44 
COMPULSORY HEALTH INSURANCE 
Canada’s experiment in compulsion Jan.-104 
A compulsory health insurance plan proposed for 
Hawaii , March- 105 
A mystery of no importance. (Editorial) 
Roll = on compulsion. (Washington Perspec- 
tive 
Waener-Murray-Dingell Bill: New version mang 
pnd aon Health Insurance and Public mnie 245 
une-li 


..Feb.- 56 














CONSTRUCTION 
Building costs. R. Hudenberg 
Construction costs create national problem delay- 
ing hospital building program July-109 
Fewer controls on building. April-114 
Convalescent units for polio patients at little ex- 
pense. W. K. Klein Aug.- 39 
Cost of case finding in tuberculosis care. W. 
Oatway Jr., M.D ‘Nov.- 
Cost of construction of tuberculosis facilities. 
; Oatway Jr., M. Nov.- 
Cost of isolation technique for tuberculosis care. 
Oatway Jr. 
Cost of sanatorium care for tuberculosis patients. 
H. Oatway ZJr., 
Cost of — care in hospitals. W. H. neal 
COSTS 
Charity and the costs of service. Msgr. R. A. 
Maher 
First use of the government reimbursable cost 
formula May-110 
Food accounting system assists in the control of 
costs. E. M. Winger .. Oct.- 66 
The government reimbursable cost formula is also 
a challenge. (Editorial) .. April- 60 
Government reimbursable cost formula becomes 
effective April 1 .. April-102 
Per diem costs increase in 1947. Dec.-111 
Reimbursable cost formula approved by the budget 
bureau 
Search for economies. S. K. Hummel 
Ten-year report on service and costs in seven 
small hospitals. (Tables) R. Jordan and R. T. 
Viguers . 
United Hospital Fund reports rising costs 
Veterans Administration hospital service for fiscal 
1946 show another jump in per diem costs April- 98 
CREDITS AND COLLECTIONS 
As a business house would collect from slow-pay 
patients. J. F. Berry Nov.- 50 
Crippled  pemenees eared for under social ——, 
progra April-102 
CROCKETT, DAVID C. Carefully planned public. 
relations. June- 52 
CURRENT HEALTH CONDITIONS 
Ter gad 


May- 40 









































Feb.- 56 














Jan.-93; Feb.-79; March-90; May ys 
July- 82; Aug. -84; Sept.-84; Oct. “134: 
CURRENT LISTING OF NEW MEM BERS. 
Jan.-131; Feb.-122-23; April-122; May-133; July- 
122; Sept.-126; ..Nov.-124 


D 


DACK, JAMES L. Begin with analysis of needs. 

(Opinions) Feb.- 20 
DAVIS, GRAHAM L. Social statesman ..... a 

Wanted: 381 pathologists, 819 radiologis 
Death notice; <_ goers reduces six Procedures, 

to one. George E. Cartmill. 

DEATHS 

Allen, Bertha Winifred 

Beard, Mary, R.N 

Becker, Irwin Atwood, 

Blake, Edgar 

Broad, Gordon T. 

Durie, F. Stanley 

Fiddings. Emanuel, 

Gordon, Kenneth H. 

Hammond, Luther S. Jr. 

Hizson, a. S., M.D is 

Hutchings, Richard, 0 aE ee ea Sie 

Law, John H., M.D 

Morrill, Warren P., M.D. 

Morrill, Warren P., M.D..... 

O’Brien, William A., M.D. . : 

og LR SS ee ee 

Remy, Charles 

Ruble, Dorothy 

Sherman, Wesley Willis 

Stone, G. H., M.D 

Strain, Sister Angela 

Sutley, Margaret Hutchinson, M.D 

Sutro, Paul E. 

Trimble, Colonel L. S... 

Underwood, Weeden 

Van Nelson, William . 

Veronica, Sister Mary, .N. 

TN RECT Sa aS eee eee ee ey March-101 
DEMING, DOROTHY, R.N. Two types of nurses........ May- 62 
Depreciation formula; how _a community-wide proj- 

ect worked out. Feb. 3 
DeWITT, NELLIE JANE, CAPT., appointed director 

of Navy Gh Ee te ee eee ee July-105 
Diabetic clinic conducts school for patients and 


Dec.- 84 








Au 
pone -101 
..Dec.- 98 


Vi 


relatives. D. M. Rosenberger July- 45 
DICKINSON, FRANK G., Ph.D. Are hospital rates 
too high? Nov.- 47 
DIETARY CLINICS 
On operating a special service for outpatient diets. 
E. E. Blecha. July- 63 
The small hospital gives diet instruction. L. E. 
Bondi July- 66 
DIETARY DEP 
Better food Recisnchies, (Symposium) Some coming 
events. Owen Webber; Floor service kitchen. 
M. N. Lewis; Modern refrigeration. J. 
ion; Adequate ventilation. S. R. Lewis 
Better food service for small hospitals through 
dietetics conferences. G. Bubgee and M. Gillam..May- 
Central tray service. (Comment). M. Gillam April- 
Cooperative planning for efficient equipment up- 
keep. Leland J. Mamer. Dec.- 
Food accounting system assists in the control of 
costs. E. M. Winger ct- 
Hospital dietetics in Central and South America. 
M. Gillam. (Comment) 
New ways to simplify kitchen tasks. M. Gillam. 
(Comment) 
One way to eliminate the complaints about food. 
D. L. Coffman and M. L. Chappelle Ju 





























Six time studies in transporting food to pa- 
tients. G. M. Hepple : Ap 
Small hospital teed cost control by.a simple 








method. M. Gill 

Standards for Seaennnd foods are buying aids. 

M: Gillam. (Comment) Aug.- 

Suggested methods of lowering costs through effi- 
cient management. M. llam. (Comment) July- 

Sweden pioneers in advanced planning for kitch- 
ens. M. Gillam March- 

Train takes meals to wards from central kitchen...Aug.- 

Veterans administration training plan suggests 
ideas for all hospitals. (Dietetics Comment) D 

Wartime industrial feeding program ends. (Com- 
ment) M. Gillam June- 

DIETETICS ADMINISTRATION SECTION 

Jan.-72; Feb.-68; March-78; April-71; May-67; 
June-66; July-66; Aug.-65; Sept.-66; Oct.-66; 
Nov.-66 "Dec.- 

DIXON, JAMES P., M.D. and WILSON, LUCIUS R., 
M.D. The value of consultation in fire prevention...Jan.- 
DOCTORS’ HOSPITAL, WASHINGTON, D.C. 

Practical nurses: Two schools of training, Monte- 
fiore Hospital, New York and Doctors’ Hospital, 
Washington, D. e 

Dressings and gauze standardized by National 

Bureau of Standards Oo 

















ECKERT, KINGSLEY A. and WILSON, WILLIAM L. 
IR. Why not chain hospitals? (With a comment, 
A three-hospital chain in operation?).................... March- 5 
Economies partial answer to rising costs. S. ze Hum- 
me 
Economy—beyond the obvious for hospital efficiency. 
Sister Loretto Bernard.. Oc 
EDGAR, SISTER MARY, R.S.M. Further comments— 
Starting over with nursing education: The per- 
sonal contact factor. (Symposium) 


EDITORIALS 
Jan.-62; Feb.-60; March-60; April-60; May- 60; 
June-60; July-60; Aug.-60; Sept.-62; Oct.- 
Nov.-62; 
E.M.L.C. 
ig MRE ONG RY RRS 2 2. hee ee er Aug.-102 
Wartime program comes to an end July-104 
EMERGENCY HOSPITALS AND DEPTS. 
Holocaust at Texas City June-100 
Hospitals and disaster. Baitorial) 
Los Angeles electroplating plant explosion... 
Meeting the Atlanta fire emergency 
Tornado casualties in Oklahoma 
ee guide for purchasing capital items. J. E. 
ipley 
Ewing, Oscar Ross succeeds Watson B. Miller as 
Federal Security Administrator 


F 


Federal agencies submit reports for 1946 
FEDERAL WORKS ADMINISTRATION 
Report of projects authorized 
FEES AND CHARGE 
Are hospital rates too high? F. G. Dickinson.......... Nov.- 47 
Flat rate charge for operating rooms and anesthe- 
sia; A flat charge inadvisable. L Schomberg; 
Objections outweigh any convenience. B. L. 
Twitty; One rate is unfair to some patients. 
G. W. Reynolds. (Opinions) 
Rate increases in Greater New York 
Rate structure variations—a national survey 
se. ~~ eaensemmniness them on a sound basis. G. 
ar 
Rates quoted at cost and adjusted to patient’s 
financial condition. A. W. Snoke 
FINCH MEMORIAL HOSPITAL to be renamed Pull- 
man Memorial Hospital 
Fire prevention program planned with aid of fire 
prevention engineer consultant 
Flat rate = oa for operating room and anesthesia. 
a . Schomberg, B. L. Twitty and C. W. 
Reynold ..OC 
FLEMING, ROBERT M., M.D. A clinic for the alc is 
Olle .. 
Follow-up care. Mrs. M. M. Bergheim.. 
Food cost accounting. E. M, Winger... 
Food cost control by a simple method. M. Gillam. 
(Dietetics administration) 
Forms printed in hospital’s 
McHug 














.Aug- 88 
Oct.-114 





March-106 
Sept.-104 




















HOSPITALS 





FORMULA ROOMS : 
Aseptic technique and procedures in formula 
rooms. M. Pattani and M. M. Harrington... ..Jan.- 72 
Formula room economics. (Editorial) 
Formula room methods. (Editorial) 61 
Infant formulas: No. 1—Study of method 
used. A. J. J. Rourke. May-67; No. 2—Prepara- 
tion techniques. .June- 66 
A new formula room made to order. C. P. Wright | 
Jr. an.- 74 
A search for standards; formula room gets — 
mittee attention. Margaret Gillam. 
Simplified techniques for preparing infant for- 
mulas. M. Gillam 
FRANCES, EUGENIA. See: STEVENSON, HOLLAND 
N., M.D., jt. auth. 
FRANCKE, DON E. Specialization: Hospital needs 
training ‘program LOY -POATINACIBUS. «2.5... ccdesnceecces March- 62 
FUND RAISING 
Carefully planned public relations. D. C. Crockett..June- 52 
— Vernon turns on the lights. Bremen I. John- 
EE 5 EIT hs ROE Pee ee ONE EPS ELSES Dec.- 51 
$1, (300, 000 from 37,000 is good will where it ——. 
‘oa Richwagen 
gageoiatal fund raising project. J. A. Moberly........ oe 51 


G 


GARRARD, ROBERT L., M.D. Pointing up outpatient 
service for tomorrow. 
Gauze and dressings standardized by National 
Bureau of Standards 
GEORGE, JOSEPH A. Educate the visitor and the 
patient. (Opinions) March- 20 
GILLAM, MARGARET. Central tray service. (Com- 
ment) April- 73 
Hospital dietetics in Central and South America. 
(Comment) 
In advanced planning for kitchens, Sweden pio- 
neers March- 78 
Search for standards; formula room gets commit- 
tee attention. 
Simplified techniques for preparing infant for- 
mulas 
Small hospital food cost control by a _ simple 
method Sept.- 66 
Standards for processed foods are buying aids. 
(Comment) .. 
Suggested methods of lowering costs through 
efficient management. (Comment) u 70 
Wartime industrial feeding program end 
70 


men un 
GOLDWATER MEMORIAL HOSPITAL, NEW YORK CITY 
Some problems encountered in caring exclusively 
for er disease patients. C. G. Scherf Feb. 3 
GOLUB J.. M.D. Programs, good and costs of a 
fare school for practical nurse 
GOOD SAMARITAN HOSPITAL, MOUNT VERNON, 
ILLINOIS 
— Vernon turns on the lights. Bremen I. John- 





























Aug- 67 








GORGAS. NELLIE. Opening a school of nursing in 
the hospital with fewer than 100 beds: Planning 
of details needed for success. (Opinions) April- 20 
GORIUP, OTHMAR F., COL. appointed chief <,, 
ABMY MEGICAL BOPVICE COFDG. 2c... cic. cncedscscccecsnseescecronsots Nov.-105 
GOUDY, LEONARD P., joins American Hospital 
Association staff as purchasing specialist, Dec. 8 
Gray, Carl R., Jr. appointed administrator of Vet- 
erans Affairs. D 
GREATER NEW YORK HOSPITAL ASSOCIATION 
Annual meeting and installation officers held May 
15, in New York City 
Hospitals adopt cooperative personnel policies and 
WETECCICOS WUEERE TUONO asco ccciscccewarcomasicacesstpwentcnccneee April-104 
GROGAN, F. M., M.D. St. Louis—coordinated city 
hospital plan. Sept.- 5 
GRONER, FRANK. Aides leave when hostilities end. 
(Opinions) June- 20 


HAMILTON, T. STEWART., M.D. Saving time with 
pre- -admission forms. ug 
i oh MARY M. See: PATTANTI, MARIE, 
aut 
HARTMAN, GERHARD, Ph.D. Report in reprint. ......Dec.- 57 
HASLETT, A. W. Britain’s cottage hospitals............. Feb.- 65 
Hawaiian ‘delegates propose a system of compulsory 
health insurance. March-105 
HAWLEY, PAUL R., M.D. The cost of veterans med- 
ical care. (Excerpt from address before federal 
hospital representatives at Washington Dec. 12, 


1946) 
HAYES, JOHN H. New pension plan.. Ss 
Pensions for fifty Ye Ee Mata teneratstoeagiod= denen “May- 50 
HAYHOW, EDGAR C. A conference plan integrates 
staff. (Opinions) 
HAYT, EMANUEL. Bed falls and pitfalls..................... June- 54 
HAYT, ts aecanbisn EL AND HAYT, LILLIAN R. (Biog- 


HEAD. THOMAS H. Minnesota r s 
administrators: Time will prove worth of law. 
(Opinions) 
Health, welfare and education bill (S 140) being 
studied by Senate Committee on Expenditures....... April-100 
HEINRITZ, STUART F. A look at the philosophy 
behind hospital buying J »- §5 
HEPPLE, GEORGE M. Six time studies in trans- 
MOGUINGS TOOG TO DACIGMER non. acon cs 5 ci is csswdesccsesoncrnsnceecd April- 71 
HIGGONS, REGINALD A.. M.D. See: HYDE, GER- 
TRUDE M., M.D., jt. a uth. 
HIGHSMITH. RICHARD. Full staff need not meet 
a a eed Sa eennnetdnunal July- 30 
HILDEGARDE, SISTER M., R.S ‘M., A.B. Commu- 
nicable disease ward. .............. AAT Beta s 
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HILLEBOE, HERMAN E., M.D. appointed Commis- 
sioner of Health of New York State Au 
HINENBURG, M., M.D. Minnesota registrat 
for administrators: A step in the right direction. 
(Opinions) A 
HOGE, VANE M., M.D. Federal administration of 
the Hill-Burton Bill 
HOLDERNESS, GEORGE §S 
surgery. 
HOME CARE 
Montefiore Hospital plan for home care is lesson 
in new economy 
Planning for effective follow- up care. Mrs. M. 
PE RE ERE ARN EE SEER es Oct.- 
HOME FOR INCURABLES, NEW YORK CITY. re- 
named St. Barnabas Hospital for Chronic Diseases. 
March-130 


. Radial type scheme ~~ 





HOROWITZ, JACOB. A rapid oxygen ‘service 
HOSFORD, RAYMOND F., F.A.C.H.A. On launching a 
department of personnel relations 
ra COUNCIL OF WESTERN PENNSYL- 
VANIA. Personnel program adopted for Allegheny 
April-104 


May- 45 


a 
HOSPITAL FACILITIES 
Distribution of bed accommodations for hospitals 
today: No definite rules for ratio. F. J. Walter; 
Plan for room flexibility. B. J. McCarthy; Local 
factors affect plans. R. Z. Thomas. (Opinions)....Nov.- 16 
Hospital Council of Greater New York publishes 
master plan. June-122 
How many closed beds? R. B. Almack.. ...May- 58 
Memo from headquarters. (Editorial)... _July- 61 
The status of hospital service 
Hospital-school planned for University of Iowa 
Hospitals. Sept.-110 
HOSPITAL SURVEY AND CONSTRUCTION ACT 
Appropriations under study by joint committee of 
Congress. June- 99 
As the 80th Congress comes to order: Hill-Burton 
program. Jan.-101 
The background of Hill-Burton building stand- 
ards. R. Hudenberg Aug.- 54 
Beware the promoter. (Editorial) 
Federal administration of the Hill-Burton Act. V. 
M. Hoge. Jan.- 68 
First Hill-Burton funds go to states to help with 
survey and planning programs. April- 99 
Instruction guides prepared for state plans June-110 
It’s half-past time for administrators to join in 
planning tomorrow’s hospital. M. J. Norby. 
May- 54; II. Here is how administrators can 
help develop good state plans 
More projects for rural areas. 
Mount Vernon turns on the lights. Bremen I. John- 
son 
The pattern for state participation plan in hos- 
pital construction. 
President recommends an appropriation of $50, 
000,000 for second fiscal year 
Progress of the program 
A record of change and progress 
Some questions and answers on the Hill-Burton 
Act. G. Bugbee. M 
State lecinlateres will meet to consider adminis- 
tration of the act Feb.-104 
State progress in survey and planning programs.. PGs 112 
Sia hua GE GURU eee ov.-102 
Survey plans approved.. me “Sept -106 
Surveys in process 
Three states: Indiana, Mississippi, and North Car- 
olina submitted their construction plans to sur- 
DE | TE EAT OEE EEE SEES Aug.-103 
HUDENBERG, ROY. The background of H 
building standards. 
eee CON oe ete eeeres May- 
HUESTON, RALPH M. Conferences only on special 
occasions. (Opinions) u 
HUFFMAN. MRS. EDNA K., R.R.L. An expanded 
service through biological photography 
HUGHES, HUBERT W. Employer-employee rela- 
tions first. (Opinions) Fe 
HULLERMAN, HUGO V., M.D. Arvraisal system may 
be guide for staff selections. (Medical Review) 
Pencillin for newborn may become accepted meth-__ 
od. 
Research for allergy cures yields palliatives only. 
(Medical Review) 
HUMMEL, STUART K., 
omies. 
HYDE. GERTRUDE M., M.D. and HIGGONS, REG- 
INALD A., M.D. Six-year report dramatizes value 
of air sterilization 




















March- 104 








ILLINGER, WILLIAM G. Penicillin: Hidden costs. 
(Symposium) A 
INDIGENT SICK 
Charity and the costs of service. Msgr. 
Maher. 
(Editorial) 
“Infant care’ pamphlet now available to hospitals 
for distribution. 
Infant diarrhea. (Editorial) 
INSTITUTES 
Accounting institute held March 24-28, New York 
ity. 
Accounting institute scheduled for Oct. 20-24, at 
Asheville, N.C. Sept.-114 
Administrators’ institute planned by New ae 
Hospital Assembly for June 19-28, at Brow 
University, Providence, Rhode Island March-114 
Architects to confer at Ann Arbor. April 4-5, at 
the University of Michigan’s College of Archi- 
tecture and Design March-114 
Basic accounting and business office procedures 











Vil 


























institute, April 14, Knickerbocker Hotel, Chi- 
cago. . March-114 
Dietetics administration—first institute held Dec. 

2-6, 1946 at Chicago Jan.-102 
Dietetics administration to be held Jan. 12-16, at 

St. Petersburg, Fla. Dec.-120 
Food services: Organization and operation of in 

hospitals held June 23-27, Ann Arbor, Michigan...May-127 
Laundry management, (Oct. 6-9), Iowa City........ Nov.-107 
Medical record librarians first institute, Dec. 2-6, 

1946 at Dallas, Texas Jan.-102 
Nursing to be held March 1-5 in Chicago. ................ Dec.-120 
Personnel management institute held May 26-30, 

at Houston, Texas May-130 
Personnel management institute to be conducted 
August 4-8, at Western Reserve University, 

















Cleveland. July-114 
Personnel relations institute held Nov. 18-21, at 

ES TRE RE SE a ee ee een a Nov.-107 
Planning institute for hospitals announced for 

Dec. 1-5 at Knickerbocker Hotel, Chicago........... Sept.-114 
Public relations conference to be held July 28-29, 

at The Memorial Union, Madison........................... -July-114 
Public relations institute held June 9-13, at 

Princeton, New Jersey May-130 


Purchasing institute, April 14-18, Penn-Sheraton 
Hotel, Philadelphia, Penn March-114 
oh ~nseel institute, (Nov. 17-21), Atlanta, Geor- 


gia. 
Third New England institute to be held at Brown 
University June 19-28, Providence, R.lI................. June-129 
Trustee-Administrator institute conducted by the 
New Jersey Hospital Association, (April 30) 

















Newark. June-129 
Insurance and compensation in tuberculosis cases. 
Ww. Oatway Jr., M.D. Nov.- 58 
Insurance company pamphlet withdrawn at request 
of American Hospital Association............. Mar.-61; May- 61 
Insurance report form approved April- 56 
Integrated care provided by architectural plan. Lew- 
is J. Sarvis. ..... ae Dec.- 37 
Integrated hospital plan. A. L. Aydelott.. Feb.- 39 
Integration in fact. (Editorial) Dec.- 58 





Inter-American fellowship program for exchange 
hospital administrators planned June-128 

Inter-American fellowship to begin operation in 
July-105 


INTERNATIONAL COUNCIL OF NURSES 
Nurses around the world assembled at Atlantic 
City for ninth International Congress of Nurses. 


June-114 
INTERNATIONAL HOSPITAL FEDERATION 
First meeting held May 26-29, at Lucerne............... July-101 
Intravenous therapy is work for nurse specialists. 
A. A. London, H. T. Bystrowski and C. M. Bar- 
bour. : April- 41 
IVES, A. G. L. As Britain converts to socialized hos- 
pital care. Sept.- 59 


JACOBS, E. A. Two-way audible communications.....Oct.- 44 
JAGER, HARRY J. What is adequate background 























Ae ee ae >) ee eee ae March- 70 
Job.evaluation. J. Don Miller Jr. ...........-.-------c0-s0-ss0-2--s0: Sept.- 38 
a HOSPITAL, BALTIMORE, MARY- 

First telecast from the surgerv...... oiscict Se tenementeo ces April-106 
JOHNSON, BREMEN TI. Mount Vernon turns on the 

See os Dec.- 51 
JOHNSON, LUCIUS W., M.D. An outsider looks in on 

Nae NG eis SAE I WE SAREE eens June- 35 
JOHNSTON. J. HAROLD. More local tax revenue for 

oe TR ee Sree ae es Dec.- 33 
JONES. RICHARD M. named commission director 

oe US eee eee May-104 





JORDAN, ROBERT and VIGUERS, RICHARD T., 
Ten-year report on service and costs in seven 
nines Menem, TRAWION) 20.0000 Feb.- 56 


KLEIN, W. K. Adding an inexpensive unit for con- 


NNN ee ak elas aahis Ft maninhnvieecbdecanbelsamauschasenasorers ug.- 39 
KNEIFL, M. RAY. Catholic hospital service in St. 

SOE AE BEOPT OL DIGROCEA,.....02..-5-sccasccec-coserseecccaessosenesst Sept.- 56 
KNOWLES, MRS. C. S., R.N. and WISSMATH, F., 

M.D. Psychiatric service: Admitting technique......... Jan.- 50 


L 


Labor legislation passed by Congress. (Editorial)...June- 60 

LAETZ. E. C. See WAGNER, HERBERT P., jt. 
author. 

LANGDON, THOMAS P. Strategy for medical staff 











Cae A Dec.- 65 
LANPHER. LEE S. Employee handbook can be the 

start. (Opinions) Feb.- 92 
Laundrv eauipment that will serve a 250-bed hospi- 

tel. H. Wiley. Feb.- 63 
LEWIS, MARTHA NELSON. Better food facilities— 

floor service kitchen. (Symposium)..............00........ March- 48 


LEWIS, SAMUEL R. Better food facilities—ade- 
quate ventilation. (Symposium) March- 54 
Liability of hospitals for bedfalls and other ane” 











ON ee a ckactsecorcncce bees aeuecvelsncncecenspecavesees une- 54 
LICENSING OF HOSPITALS 
Hospital licensing. (Editorial)...................022.2.......... March- 60 
Report on the starting of hospital licensure. J. 
NN aiakge cg Mee oe iene eco pace ecbasssaicctaaxcsnuse-vcbetanenaavreie June- 62 
All who work for hire. (Wditorial) ........-....................:.... Feb.- 60 
LITTAUER, DAVID, M.D. Limits on the area of vol- 
OEE SN aE ere a: June- 20 


LONDON, AUDREY D., R.N., BYSTROWSKI, HED- 





Vill 








WIG T., R.N. and BARBOUR, CHARLES M., M.D. 
Intravenous therapy is work for nurse special- 
ists. April- 41 
LOSH, GEORGE L. Opening a school of nursing in 
the hospital with fewer than 100 beds: Hospital’s 








size is not the primary factor. (Opinions).............. April- 22 
LOWITZ, ANSON C. Selling takes telling—I. Modern 

methods for nurse recruitment Oct.- 38 

II. The pen and the scalpel. Dec.- 40 





LUPTON, ELIZABETH HALL. An experiment sug- 
gests a new type of profession: Administrative 
Ee aie ak es AL re EF eo RT OPN BES eee Sr Oct.- 55 


M 


McAHERN, MYRTLE, R.N. Improved care with vol- 
unteer work. (Opinions) June- 22 
McCABE, IRENE F. St. Louis—convention city _— 














pitals. ....Sept.- 53 
McCARTHY, B. J. Distribution of bed accommoda- 

tions for hospitals today: Plan for room flexibil- 

ity. (Opinions) Nov.- 16 
McCLUSKY, D. O. JR. How to move a hospital............. Oct.- 53 
McGIBONY, J. R., D. will serve as temporary 


chief of U. S. Public Health Service, Office of Hos- 
pital Services. 
McHUGH, LEONARD W. Preliminaries to installing 


Feb.-104 








po i ON Ee See ee ee pee eee Sept.- 88 
McNAMARA, FRED A. Why not management audit 
Os ie a ES EE ASS RRS Aap Oe Se DR Nov.- 41 





MACER, DAN J. What will microfilming records 

cost. the hospital? April- 48 
MacLEAN, BASIL C., M.D. F.A.C.H.A. Who would 

pay the bill? (Comment) .--..Feb.- 37 
MAGNUSON, PAUL B., M.D. appointed acting chief 

of professional services, Veterans Administration...Nov.-103 
MAHER, ROBERT A., MSGR. Charity and the costs 











Reais SN SRT ate eae a RT RS RUE EARS 2 epee July- 59 
Mail-messenger service. Sister Loretto Bernard........ Nov.- 38 
MAIMONIDES HOSPITAL, BROOKLYN, NEW 


YORK. Merger of two hospitals: Beth Moses and 

Israel Zion Sept.-110 
MAIN, ROLAND H. Care must be taught.......................- May- 92 
MALLORY. HELEN. Efficiency from industry’s sys- 














tem of rating employees Nov.- 66 
MAMER, LELAND J. Cooperative planning for effi- 

cient equipment upkeep. Dec.- 69 
Management audit. F. A. McNamara Nov.- 41 
MANION, J. F. Better food facilities—modern re- 

frigeration. (Symposium) March- 51 





Manitoba Hospital Association votes to become a 
member of the Upper Midwest Hospital Confer- 


ence. Dec.-109 
MARKEY. WILLIAM H. JR., C.P.A. Progress report 
on the A.H.A. accounting program March- 67 
MATERNITY HOSPITALS AND DEPTS. 
Aseptic technique and procedures in formula 
rooms. M. Pattani and M. M. Harrington............ Jan.- 72 
Infant formulas: No. 1—Studyv of methods now 
used. A. J. J. Rourke, May- 67; No. 2—Prepara- 











WHOM EQUTISRIROR occco oo - Soreee occas cece ccc cceteenencenseensscact June- 66 
A new formula room made to order. C. i 
ERR ene nee ener Jan.- 74 
Medical officers deferrment plan outlined by Army 
ae ae a inne ee eee Jan.-110 


MEDICAL RECORDS DEPT. 
An, expanded service through biological pho- 
tography. Mrs. E. K. Huffman ... 
Council on Professional Practice approved a re- 
port that patients’ medical records may be 


May- 52 








safely destroyed after 25 yearsS..................--...----------- Feb.-118 
Efficient medical record departments depend on 

functional arrangement. F. C. Sutton................ March- 38 
For current medical records. H. N. Stevenson and 

Eugenia Frances Feb.- 46 
Medical records magic. (Editorial) ......................-..- Feb.- 60 
What will microfilming records cost the hospital? 

BD, Cie RICE ooh oh chyna cota en sss ak wate vo ceenet capctnaenwansesgeveaees April- 48 


MEDICAL REVIEW SECTION 
Jan.- 91; Feb.- 77; March- 89: April- 81; May- 77; 
June- 77; July- 79; Aug.- 77; Sept.- 81; Oct.- 83; 





Ne sc eee cee pest ah ce esas eee eset nee Dec.- 83 
Medical secretaries, a hospital school. H. M. Trau- 
POL oe aaa ae CORONER Rete ete tke POs eRe hat plains Canney Mere Paper March- 66 
Medical staff relation viewed by outsider. L. W 
Johnson < --.June- 35 
Medical staff Selections guided bv appraisal system. 
Hugo V. Hullerman. (Medical Review).....................- Dec.- 83 
Medical staff, strategy for organization. Thomas P. 
PN ag cc ir oss een nan eaten aoeat ene Dec.- 65 


MEISTER. CECELIA. Minnesota registration law 
for administrators: Proper enforcement for work- 





RS ABW. MOOIMIORS)  bosoi5cccn ccs ciescct pace cecotocamsesssimeeeeseneszc Aug.- 68 
Michigan decentralizes hospital service. C. F. Wil- 
re LE | RLS Oa ENR SE S95 NE a eee een eer ern ata Feb.- 48 


MICKEY, HAROLD C. Starting a modern personnel 
program in the hospital with 100 beds; success of 
program up to administrator. (Opinions) ................ Feb.- 22 

Microfilming records: What will it cost the hospi- 
tal? D. J. Macer .. ....April- 48 

MID-WEST HOSPITAL ASSOCIATION 
Hospital legislation discussed at annual meeting 

iff BOMB AS CILY, (ADEE Bo sO 0s... .c0ccensseseccnsns-cnesSeceeneaes June-118 
Plans being made to create a regional associa- 
TRON. CMUROPUIOD, coco cece se nets a Aug.- 60 

MILLER, J. DON JR. Taking complications out of 
job evaluation Sept.- 38 
"TRS LEGHNIGUNC. OF TEAUETERID........2.00-sé0s--cscccernseevensasecee~ April- 38 

MILLER, J. S., M.D., appointed dental consultant, 

Office of Hospital Services, U. S. Public Health 
Service June-108 

MILLER, MYRON D., M.D. Tuberculosis hospitals, 
the ‘war and Giminighine DeGB,. ............csscisessoscscsssesdenene Dec.- 86 

MILLER, VERONICA. Employee grievances — who 
should hear them? Hearings should be allowed. 

















HOSPITALS 

















ON aa aaa ee aren ene regen Dec.- 18 
Minnesota hospital association and state nurses’ 
association discuss working conditions .................... Nov.-118 


Minnesota registration law for administrators. 
(Opinions) M. Hinenburg, B. A. Brown, T. i 
Head, C. ey ster. Aug.- 18; F. R. Bradley, H. E. 
Bishop, Tanner Sept.- 16 
MITCHELL iz B., M.D. A progress report on the use 








of oe fractions July- 79 
MOBERLY, J. Successful fund raising project......0ct.- 51 
MONTEFIORE ATGSPITAL, NEW YORK CITY 

Home care plan adopted as lesson in economy......... July- 53 


Practical nurses: Two schools of training, Monte- 
fiore Hospital, New York and Doctors’ Hospital, 
Washington, DD ¢ Feb.- 58 
Moore Army Airfield purchased by state of Texas 
making 2000 beds available for tuberculosis 
pi Se ci a ta a REP SU Areca hepa eet Aug.-121 
Moving a hospital. D. O. McCluskey Jr. ......................-... Oct.- 53 
MORRILL, WARREN P., M.D., dies Nov.-112 
Editorial --Nov.- 62 
MORRISON, S. W. Put the pharmacy in a central 
location. (plan) April- 57 
MUNGER, CLAUDE W., M.D. Why fear polio?............ July- 40 


NATIONAL ASSOCIATION FOR PRACTICAL 
NURSE EDUCATION 


a Boek conference meeting adopts three-year 























June-114 
NATIONAL. ASSOCIATION OF METHODIST 
HOSPITALS AND HOMES 
Annual convention held in Chicago, Illinois........ March-118 
NATIONAL BUREAU OF STANDARDS, 
WASHINGTON, Cc. 
Bureau recommends less variety for gauze and 
dressings Oct.- 90 
Helps to provide aids to economy in hospital pur- 
chasing -March- 93 





— a for china plumbing and gowns _. “ 
cieache ov.-104 
NATIONAL CANCER INSTITUTE 
Authorizes funds for study of cancer in medical 
schools Oct.- 115 
Naat yaie FOUNDATION FOR INFANTILE 
Hospital Cire Committee meets in New York 














City to formulate plans June-126 
NATIONAL HEALTH BILL OF 1947 
Hearings on bill S 545. May-101; June-99; July- mei 
Aug.-100 Sept.- 99 
A look at the new national health insurance 
bill. (Editorial) July- 60 





National Health Bill introduced February 10, by 
Republican senators Taft, Smith, Ball and 
Donnell. (Washington Perspective) .... 

Provisions of new —s t Bill 

pens vies yg y John H. Hayes 

The role of S 545. Phaltortaiy June- 60 

Testimony at Congressional hearings on S 545 on 

behalf of the National Hospital Associations— 
May 28, 1947: I. For the American Hospital 
Association, J. H. Hayes; II. For the American 
Protestant Hospital Association, Rev. J. C. Mar- 
tin; III. For the Catholic Hospital Association, 
A. M. Schwitalla, S.J. On behalf of the Ameri- 
can Medical Association: I. For the Board of 
Trustees, R. L. Sensenich; II. For the Council 
on Medical Service, E. J. McCormick. On behalf 
of the Associated Medical Care Plans: L. H. 
Schriver. Hosp. Prog. 28: 177-200, June gel 

Washington Service Bureau Bulletin No. 75, n- 

tains detailed analysis of bill. (Editorial). ‘serie te Aug.- 61 
National Health Service Act, 1946. (British): As 
Britain converts to socialized hospital care. A. G. 
Ives Sept.- 59 
NATIONAL HOSPITAL DAY 
— day—telling your story to the commu- 























April- 43 

A he from the White House. President H. S. 
Truman June- 50 
National hospital day. 1947 May- 44 





National Institute of Government Purchasing of 
public purchasing practices and procedures.......... Aug.- 94 
‘NATIONAL LABOR RELATIONS BILL 
Bill does not protect hospitals against strikes........ May-120 
Hospitals not exempt from provisions of the bill. ‘Tame. 108 
Order out of chaos June- 99 
NATIONAL NURSING COUNCIL 
A job study of the registered nurse and her 
profession under way May-106 
Nurse education problem study June-114 
Regional conferences on nursing education spon- 
sored by the Council are being held throughout 
the country Dec.-124 
=, ROBERT E., F.A.C.H.A. A better basic we — 
Feb.- 


gra. 
Nouropeychiatric clinte. G. ¥. Stephens...........-.<:.....2 Jan.- 59 
NEW ENGLAND HOSPITAL ASSEMBLY 
All-day trustee institute a part of program for 
annual meeting March 24-26, Hotel Statler, Bos- 
ton. Feb.-120 March-118 
The 24th annual meeting was held March 24-26 at 
Boston with a record attendance May-116 
New York State’s expanded health progfam.............. Feb.-116 
NEWS 
Jan.-101; Feb.-99; March-103; April- 97; May-101; 
June- 99; July-99; Aug.-99; Sept.-97; Oct.-111; 
Nov.-99; Dec.-107 
Nonprofit hospitals exempt from Labor Management 
Relations Act 1947 May-102 
May- 24 





























NORBY, JOSEPH G. Makeshift remedies are not 

permanent. (Opinions 
NORBY, MAURICE J. It’s half-past time for admin- 
istrators to join in planning tomorrow’s hospi- 
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tals May- 54 
Here is how administrators can help develop 














good state plans .... June- 43 
NORMAN, get B. Experiment in hospital plan 
reviewing servic Dec.- 45 
wOP ce ITASCA “HOSPITAL, BIGFORK, 
MINNESOTA 
Some first hand press relations pril- 54 
Northwestern graduates 13 students with — 
degree in hospital administration ..........................-- July-118 


Nursery to have cribs designed by nurses of Ra- 
venswood Hospital, Chicago June-110 
NURSES AND NURSING SERVICE 
Bureau of Labor Statistics completes economic 
survey of nursing profession 
Council on Professional Practice reviews all pose 
relating to the licensing of nurses ................-..... April-116 
Flexibility; Basic nursing unit for hospitals over 
50 beds. Cc. Parnall 
Increased scope of nurse education 
Intravenous therapy is work for nurse specialists. 
A. D. London, H. T. Bystrowski and C. M. Bar- 
bour April- 41 
Knowledge counts. H. G. Buckley; Broaden. college 
training. G. H. le May- 62 
Minnesota hospital association and state nurses 
association discuss working conditions................ Nov.-118 
Nurses and nurses aides are trained side by side. 
E. F. M. Pritchard April- 55 
Nursing X, Y and Z as a future pattern. L. Petry..Aug.- 33 
Opening a school of nursing in the hospital with 
fewer than 100 beds: Adequate training is pos- 
sible. S. S. Brown; Planning of details needed 
for success. N. Gorgas; Hospital’s size is not 
the factor. G. L. Losh. (Opinions) ........................ April- 20 
The personal contact factor. Sister M. Edgav........ May- 63 
Program, layouts and costs of a hospital Pachaul 





July-106 





ay- 42 
Jan.-114 























for practical nurses. J. J. Golub Jan. 38 
Psychiatric service: Nursing procedures. Mrs. S. 

Amass Jan.- 53 
Salary adjustments in New York hospitals................ Jan.-127 
State groups present policies for nurses.................. Oct.-112 
Thus we fumble in our teaching methods. F. G. 

Carter April- 33 





Twin City Hospital Council signs agreement with 








Minnesota Nurses’ Association. Dec.-122 
Veterans administration repeats two graduate 

nurses training courses April- 99 
What is adequate background for a competent 

nurse? H. J. Jager March- 70 





Why not start over on nursing education? P. D. 
Bonnet; A program for educating nurses 
(chart); Who would pay the bill? B. C. McLean; 
A better basic program. R. E. Neff; The peril 
of wide gaps in training. C. E. Prall. (Sympo- 
sium) Feb.- 35; Starting over with nursing ed- 
ucation: Logie of successive steps. D. Deming; 

See also: Subsidiary Workers. 


O 


OATWAY, WILLIAM H. JR., M.D. The economies of be 
tuberculosis in general hospitals ov.- 54 
— therapy for psychiatric patients. M. E. ; 




















Jan.- 55 
ODELBURG, AXEL, M.D. Sweden moves toward 
free care for all April- 51 
OLSEN, H. V. When should we look for a stabil- 
ized economy? Jan.- 35 
OPINIONS 
Jan.- 22; Feb.- 20; March- 20; April- 20; May- 22; 
June- 20; July- 30; Aug.- 18; Sept.- 16; Oct.- 18; 
Nov.- 16; Bereta Dec.- 18 


ORGANIZATION AND ADMINISTRATION 

An outsider looks in on staff relations. L. p 
Johnson June- 35 

Changes in procedure not lasting. J. H. Zenger; 
Hospitals need to train leaders. H. M. Wortman; 
Makeshift remedies are not permanent. J. a 
Norby. (Opinions) May- 22 

Full staff need not meet daily. R. Py go A 
conference plan integrates staff. Havhow; 
Conferences only on special A Mt RR 



































Hueston. (Opinions) July- 30 
A practical mail-messenger arrangement. Sister 

Loretto Bernard Nov. 38 
The shelf up to date. (Editorial) April- 60 
The technique of leadership. J. D. Miller Jr. .......... April- 38 
Why not management audit annually? F. A. Mc- 

Namara Nov.- 41 
A clinic for alcoholics. R. M. Pleming...................... June- 51 
Five steps to eliminate outpatient combadian. HH. P. 

Waener and E. C. Laetz Nov.- 45 
Neuropsychiatric clinic. G. F. Stephens.................... Jan.- 59 
Operating a special service for Galpationt diets. 

E. E. Blecha July- 63 
Pointing up outpatient service for tomorrow. 

R. L. Garrard July- 56 
School for diabetics. M. Rosenbergev.................... July- 45 
The small hospital p. -.. diet instruction. L. E. 

Bondi July-- 66 

OWINGS, NATHANIEL A. Do we or do we not 

orient ‘the bedroom? Aug.- 42 
Oxygen service with rapid inhalation therapy. 

J. Horowitz Aug.- 55 





P 


PALMER, DEWEY H. Centralized control needed 








for volume purchase July- 88 
PARNALL, CHRISTOPHER, M.D. ew: Basic. 

nursing ‘unit for hospitals over 50 b ay- 42 
Pathologists: Wanted. G. L. Davis =. 49 





PATIENT RELATIONS 


An experiment suggests a new type of profession: 
administrative counselor. E. H. Lupton................ ct.- 55 






tres patient opinion. Mrs. M. Randall 
PATTANI, M. and HARRINGTON, M. M. Asep 
technique and procedures in formula rooms 
Pay patients in research and teaching. E. B. 
and R. E. Brown 
Penicillin: Economy can be found in using these 
routines and techniques. (Symposium) F. 
Sturner, W. E. Arnold, W. G. Illinger 
Penicillin for newborn may become accepted 
method. H. V. Hullerman Nov.- 79 
PENNSYLVANIA STATE NURSES’ ASSOCIATION 
Economic security program announced for 
nurses Sie Aug.-105 
PENSIONS 
Community Hospital of Geneva, Illinois first to 
adopt retirement plan 100% March-128 
New pension plan. J. H. Hayes.... 
A new pension plan. (Editorial) 
Pensions for fifty hospitals. J. H. Hayes 
Progress of American Hospital Association pen- 
mon program .....sept.-110 
now have ———. Wickenden ‘i opal - 71 
PERKINS, JAMES E., M.D. named managing 
tor of National Tuberculosis Association aon: -116 
PERSONAL NEWS ‘SECTION 
Jan.- 95; Feb.- 95; March- 99; April- 93; May- 95; 
June- "95; July- 95; Aug.- 96; Sept.- 95; Oct.- 96; 
Nov.- 95; 
PERSONNEL MANAGEMENT 
Begin with analysis of needs. J. L. Dack; Employ- 
er-employee relations first. A . Hughes; 
Success of program up to administrator. H. C. 
Mickey; Type of worker and training impor- 
tant. F. J. Bath; Employee handbook can be a 
start. L. S. Lanpher. (Opinions) 
Behind the jargon. (Editorial) March- 61 
Beyond the obvious for hospital economy. Sister 
Loretto Bernard Oct.- 33 
Economic security program with standard work 
week, and minimum salary rate set by —— 
sylvania Nurses’ Association Aug.-105 
Efficiency from industry’s system of rating em- 
ployees. H. Mallory Nov.- 66 
The elements of an efficiency score. S. A. Ruskjer..Feb.- 51 
Employee grievances—who should hear them? 
Hearings should be allowed. Veronica Miller; 
Conference privilege due the employee. Robert 
N. Brough; A grievance committee can settle 
problems. J. G. Caposella; Some system needed 
by all hospitals. N. J. Sepp. (Opinions) 
On launching a department of personnel rela- 
tions. R. F. Hosford 
Personnel program adopted for Allegheny Coun- 
ty, Hospital Council of Western Pennsylvania..April-194 
A pledge to employees. (Editorial) 
State groups present policies for nurses 
Taking complications out of job evaluation. J. 
Don Miller Jr 
A talk may salvage that worker. J. W. Collins 
Thus we fumble in our teaching methods. F 
Carter 
Training guide for hospital employees. (Issued 
by Cleveland Hospital Council) 
Twin City Hospital Council signs agreement with 
Minnesota Nurses’ Association. 
Veterans administration training plan suggests 
ideas for all hospitals. (Dietetics Comment) 
Wartime industrial feeding program ends. (Com- 
ment) M. Gillam »- 70 
PETRY, LUCILE, R.N. Nursing X, Y and Z as a 
future pattern ec Aug.- 33 
PHARMACY DEPT. 
Penicillin. (Symposium) F. X. Sturner, W. E. 
Arnold, W. G. Illinger ..Aug.- 56 
Put the pharmacy in a central location. 
Morrison. (Plan)) 
Specialization hospitals need training program 
for pharmacists. D. E. Francke March- 60 
Philadelphia hospital survey committee reports pian 
of reiocation March-122 
PIMLOTT, CHARLES H. Depreciation formula; how 
a community-wide project was worked out Feb.- 43 
PLANNING 
American architecture through Swedish eyes. 
G. Birch-Lindgren 
Architectural plan for integrated care. Lewis J. 
Sarvis. 
Building costs. R. Hudenberg 
Division of Hospital Facilities, Office of Program 
Planning and Program Operations preparing 
educational materials May- 112 
Division of Hospital Facilities, U. S. Public 
Health Service will assist rural areas in hospital 
construction and planning May- 112 
Do we or do we not orient the bedroom? N. A. 
Owings ug.- 42 
Flexibility: Basic nursing unit for hospitals over 
50 beds. C. Parnall ay- 
It’s half-past time for administrators to join in 
planning tomorrow’s hospitals. M. J. Norby. 
May- 54; Here is how administrators can help 
develop good state plans. M. J. Norby 
Mount Vernon turns on the lights. Bremen I. John- 
son. = 




















May- 45 














Dec.-122 


























Plan for an integrated hospital. A. L. Aydelott..... 
A psychiatric ward for diagnostic service and 
short term care. M. Shaffer April- 
Put the pharmacy in a central location. S. W. 
Morrison. (plan) 
Radial type scheme for surgery. G. S. Holderness. ‘Sent. 
Some reasons for building a square hospital. 
F. G. Carter Nov.- 
Planning review service of the American Hospital 
Association; results of an experiment. Jacque B. 
Norman. 








X 


POLIOMYELITIS 
Adding an inexpensive unit for SEREREAN ORES. 
W. K. Klein - 39 
National Foundation for Infantile Paralysis nile 
first meeting of its new advisory Hospital Care 
Committee April 17-18 at New York City June-126 
Why fear polio? C. W. Munger A 
Polling patient opinion. Mrs. M. Randall 
Practical nurse demonstration , 
cm CHARLES E. The peril of wide gaps 
raining 
PRATT, CORNELIA C. Hospitals may buy blankets 
under a revised standard 
PRATT, GERTRUDE, R.N. This _hospital can ae 
on its good neighbors N 
Premiums for purchases. Comments by L. P. Cox, 
L. D. Reid, .C..P.. Wright, R..D. eg ee A. E. 
Hardgrove, Cc. L. Sibley, and A. G. ll 
Printing facilities in hospitals. L. 




















and nurses aides are trained ‘side by side 


PSYCHIATRY IN GENERAL HOSPITALS 
Psychiatry service: (Symposium) Three-year 
report. F. R. Bradley; The neurosurgeon says. 
H. G. Schwartz; A trend in medicine. S. R. 
Warson; Admitting techniques. Mrs. C. S. 
Knowles and F. Wissmath; Nursing proced- 
ures. Mrs. S. Amass; Occupational therapy. 
M. E. Bick; Social case work. A. D. Buchmuel- 
ler; Neuropsychiatric clinic. G. F. Stephens 
A psychiatric ward for diagnostic service and 
short term care. M. Shaffer apse 
Public health administrators. (Editorial) 
PUBLIC RELATIONS 
Announcing two new contests for better publica- 
tions. American Hospital Association, Council on 
Public Relations. May- 
bo penal planned public relations. D. C. ivtanalt 
e 








une- 

Cooperative public relations. F. W. Wheelwright. a - 

The hospital’s side. (Editorial) Ov.- 

Our public relations program. American gone 
tal Association May- 

Report in reprint. Gerhard Hartman. ..................-....--- Dec.- 

Some first-hand press relations April- £ 

PURCHASING DEPT. 

Bureau of standards helps provide aids to econ- 
omy. (Purchasing section) March- 

Care must be taught. R. H. Main 

Centralized control needed for “eoluans purchase. 

D. H. Palmer 

Entire hospital can be served by standards 
group. P. L. Burroughs M 

Government methods scanned in first purchasing 
study Nov 

Gade p Ont ple vai purchasing capital cauipment. | 

A look at che * eitiaasulay behind hospital buying. 
Ss. F. Heinritz 

Organizing purchasing methods in small sorrel 
Franklin D. Carr. 

Seven opinions: What about these premiums? 
Comments by--L. P. Cox, L. D. Reid, ; 
Wright, R. D. Brisbane, A. E. Hardgrove, 
Sibley, and A. G. Howell N 

Midwinter survey shows continuing climb of 
prices. Washington Service Bureau Ja 

New standards for china plumbing and gowns 
for patients set by National Bureau of Stand- 
ards Nov. 

ee SECTIO 

Jan.- 83; - 81; rem 92; April- 87; May- 85: 
June- igh: har "85; Aug- 87; Sept.- 87; Oct.- 89; Nov. 


Q 
R 


Radio programs given weekly by four Boston hos- 
pitals. F. W. Wheelwri ae Nov.- 
Radiologists: Wanted. G. oO 
RANDALL, MARGARET, MRS. * polling patient opin- 
ion 
Rate structure variations—a national survey by 
the American Hospital Association 
Rates—are they too high? F. G. Dickinson x. 
Rates—establishing them on a sound basis. G. J. 
Clark July.- 
Rates quoted at cost and adjusted to nbabianiela™ 
financial condition. A. W. Snoke uly- 
Rating scale for hospital employees. H. Mallory oe 
RECRUITMENT OF STUDENT NURSES 
An all-out effort to recruit 48,000 student nurses..April- 
A crucial two months’ campaign to enroll student 
nurses. (Editorial) July- 
For the fall class. (Editorial) April- 
The personal contact factor to recruit students 
for St. John’s. Sister Mary Edgar Ma 
A recruitment anecdote. (Editorial) May- 
Recruitment drive for student nurses continues 
on nationwide scale Aug.-105 
Recruitment gains national suppo May-106 
Recruitment: Half-way mark for "Ted schools ot 
nursing July- 51 
Recruitment program given financial support by 
schools of nursing Sept.-108, 116 
Recruits? The password is enterprise! ...................... June- 39 
Report on student enrollment campaign and plans 
for the 1948 campaign. Dec.-120 
Selling takes telling: Modern methods make a 
difference in publicizing nursing career. .............. Sept.- 38 
II. The pen and the scalpel. A. C. Lowitz. .............. Dec.- 40 
REFERENCE GUIDE 
Jan.- 79; Feb- 74; March- 76; April- 68; May- 74; 
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June- 74; July- 62; Aug.- 69; Sept.- 64; Oct.- 74; 
Nov.- 74; 
Rehabilitation, a blueprint for 
Reimbursable cost formula effective : 
April 1 April-102 
Reimbursable cost formula in 
Hospital Service of New York 
Reimbursable cost formula is also a challenge. f 
(Editorial) Ap 60 
REYNOLDS, C. W. Flat rate charge for operating 
rooms and anesthesia; one rate is unfair to some 
patients. (Opinions) 
Research grants recommended — approval 
Surgeon General Thomas Parra 
RICHWAGEN, L. $1,300,000 el 37,000 is good 
will where it counts. De 
RILEY, GEORGIA H., R.N. Starting over with nurs- 
ing education. Broaden college training J 
ae ype Pence Some Biblical allusions to ani 
u 


ROGER. WILLIAMS GENERAL HOSPITAL, 
DENCE, RHODE ISLAND is _ the official 
name for former Homeopathic Hospital 

ROREM, RUFUS C., Ph.D. (Editorial) 

ROSEMOUNT HOSPITAL, MINNEAPOLIS 
at. * inexpensive unit for convalescence. 

K. ei 

pets elt age DONALD M. School for oe 
ROURKE, A. J.. M.D. Infant formulas: No 
Study of ieee now M es 
Preparation techniques 

ae ig hospital can rely 


RUSKIER, § S. A. The elements of an efficiency score..Feb.- 51 


S 


ST. BARNABAS HOSPITAL FOR CHRONIC 
DISEASES, NEW YORK CITY, new name for 
former Home for Incurables 

St. Louis city hospital system. F. M. Grogan 

St. Louis—convention city Catholic hospitals. 

R. Kneifl Sept. 

St. Louis—convention city hospitals. I. F. McCabe. ‘Sept.- 53 

ST. LOUIS COUNCIL ON COMMUNITY NURSING 
First school for training nursing aides May-108 

SALARIES, ETC. 

Annual survey charts the pattern of salary trends. 
{oereyeee of the “Hospital Salary Survey for 
‘. 
Annual survey indicates postwar salary 
ey io of the “Hospital Salary Survey for 





Guaranteed continuous service through a bonus 
for nurses 
Hospitals adopt cooperative personnel policies 
and practices with nurses. Greater New York 
Hospital Assoc. April-104 
A method of computing the daily salary rate. 
(Excerpt from May 2, 1946, Postings for Hos- 
pital Accountants) Feb.- 52 
Salvage may bring profits. (Symposium) D 
—e LEWIS J. Architectural plan for integrated 














ca Dec.- 37 
Gaakeicimnn a Association elects officers at 
meeting, Oct. | PE ee ee ean eer Dec.-109 
SAUNDERS, ins. ANN REYNOLDS, joins Ameri- 
can Hospital Association staff as consultant in 
personnel 
SCHEELE, LEONARD A., M.D. succeeds Dr. . 
= as chief of the National Cancer Insti- 


SCHERE CHRISMAN G., M.D.. F.A.C.H.A. Some 
problems encountered in caring exclusively for 
chronic disease patients . 

SCHWARTZ, HENRY G., M.D. “Psychiatric ‘service: | 
The neurosurgeon says an.- 47 

SCHOMBERG, L. Flat rate charge for aca 
rooms and anesthesia; a flat rate charge inadvis- 
able. (Opinions) 

SCHWITALLA, REV. A. M. retires after 19 years 
of service as president of the Catholic Hospital 
Association 

SEPP, N. J. Employee grievances—who should hear 
— Some system needed by all hospitals. (Opin- 
ions 

SERVICE FROM HEADQUARTERS SECTION 
Jan.- 26; Feb.- 26; March- 24: April- 26; May- 26; 

June- 26; July- 22; Aug.- 24; Sept.- 24; Oct.- 24; 
Nov.- 24 Dec.- 24 

SHAFFER. MARSHALL. A psychiatric ward for 
diagnostic and short time care A 

Shearon versus Falk 

SHIPLEY, JAMES E. 
canpital “equipment 

SLOVER, WILLIAM P. Capable personnel can cao 
force rules. (Opinions) arch- 20 

Smallpox epidemic in New York City, April 1947 me LY 

SMITH, VICTORIA. Starting over with nursing ed- 
ucation. Logic of successive steps 

SNOKE, ALBERT W.. M.D. Rates quoted at cost 

"and adjusted to patient’s financial condition 

Social security for hospital employees provided 
by Eberharter Bill March-110 

Social security legislation for tax exempt organiza- 
tions introduced by Representative Lynch April-100 

f 
April-192 





--Feb.- 53 








Social security program reports funds for care o 
crippled children 
SOCIAL SERVICE DEPT. 
Planning for effective follow-up care. Mrs. M. 
Bergheim 
Psychiatric service: Social case 
Buchmueller 
SOUTHEASTERN HOSPITAL CONFERENCE 
Annual assembly gathered in new auditorium 
of Biloxi’s Buena Vista Hotel, April 10-12, 
for three-day conference 
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Square hospital buildings. F. G. Carter 
State association fulltime program. A. Barth 
STATE HOSPITAL ASSOCIATIONS 
Alabama Hospital Association convention meet- 
ing in Montgomery, March 14-15, 
Arizona Hospital Association holds its annual 
meeting at Phoenix, March 7-8, 1947 
Arkansas State Hospital Association head reports 
of Hospital survey at its annual meeting May 
15-16 in Little Rock -July-114 
Association of California Hospitals annual meet- 
ing Feb. 12-13, Santa Barbara March-118 
Association of California Hospitals 
new officers May 1 at San Francisco 
Colorado passes resolutions aimed at inadequate 
per diem rates, elects officers at meeting, Nov. 
12 








Florida state association conducts business 
meeting and elects officers for coming year, 
April 10-12, at Biloxi, Mississippi 

Idaho-Utah joint meeting held at Boise, Idaho 

Illinois Hospital Association an.-125 

Iowa Hospital Association installed new ey 
during April 21-23 meeting at Des Moines e+ 

Kansas State Hospital association 

Kentucky Hospital Association meeting March 
27-28, at Lexington, has largest attendance in 
its history 

Louisiana Hospital Association ‘installed L. E. Ja 
rett as president 

Maine Hospital Association plans to inaugurate 
schools to train hospital attendants 

— -District of Columbia Hospital Aa 
tion a 

Maryland-District of Columbia Hospital Associa- 
tion annual spring conference May 23 - 24. 
Wicomico Hotel, Salisbury, Maryland April-118 

Maryland-District of Columbia Hospital Associa- 
tion has record attendance at annual meeting, 

Nov. 10-11. 

Maryland-District of Columbia Hospital Associa- 
tion spring conference meeting May 23-24, at 
Salisbury. Md. 

Michigan Hospital Association, Harry Barth ap- 
pointed executive director 

Michigan Hospital Association 
ence on Nov. 11, at Traverse City... 

Minnesota Hospital ‘Association met 
at Minneapolis .. 

Missouri Hospital Association 

Missouri Hospital Association business meeting 
Sept. 26 at St. Louis Nov.- 

Montana Hospital Association elects officers at its 
ice itt So. Ae > | Oa ers Lan eee! Dec.-110 

Nebraska Hospital Association elects officers at its 
méeting, November 19-14: -.................. Dec.-110 

New Hampshire Hospital Association announces 
list of new officers Sept.-116 

New Jersey Hospital Association held its annual 
convention May 15-17, in Atlantic City July-112 

New Mexico Hospital Association installed Sister 
Mary George as president at the annual meet- 
ing held May 23-24, at Clovis dial 114 

New York State Hospital Association appoin 
fulltime secretary at Buffalo meeting May 21- 33 tele 112 

North Carolina Hospital Association held its an- 
nual meeting and election of officers at Roan 
oke, Virginia April 2-4, 7 

North Dakota Hospital ‘Association officers 
stalled at convention May 7-8 at Minot 

Ohio Hospital Association met April 7-10, 
Youngstown May-118 

Oregon Association of Hospitals installed new 
officers at the May 12-15 meeting at Seattle June-120 

Pennsylvania Hospital Association annual meet- 
ing held in Pittsburgh April 23-25 June-120 

South Carolina Hospital Association held its 

South Dakota State Hospital ae mT ie holds 
twenty-first annual meeting, Oct. 17-18. _.............. Dec.-110 
annual meeting April 2-4, Roanoke, Virginia 

Tennessee Hospital MAasectation annual meeting 
Feb. 11-12, Chattanooga March-118 

Texas Hospital Association met March 27 t 
Houston in annual convention 

Virginia Hospital Association holds election 
officers at conference meeting April 10-12, 

Biloxi, Mississippi 

Washington State Hospital Association holds elec- 
tion of officers May 12-15, at Seattle-............00....... July-112 

West Virginia Hospital Association held its an- 
nual election of officers at Roanoke, Virginia, 

Ci) BO hoe Siete en Nrat cs acne SANT Pix Vege CRIS a aa May-118 

Wisconsin program occupied with survey and 
enabling legislation April-118 

States are in process of taking hospital facilities 
surveys April- $ 
STATISTICS 
Find hospital plant value up $180,000,000. R. B. 


Almack ..... 
Statistical fakery. (Editorial) 
STEPHENS, GRAHAM F. Psychiatric service: 
NEUTONSVCHIiatric CLIMIC en eee cnveeeeoeaceeeececeeeeeeeee-- 
STEVENSON, HOLLAND N., M.D., F.A.C.S. and 
FRANCES, EUGENIA, R.R.L. For current medical 
records 
Streptomycin, increasing demand reported by 
Civilian Production Administration 
Streptomycin production increasing, possibility of 
dropping controls of by 1948 
Streptomycin to be certified under Pure Food and 
Drug Administration April-100 
Strikes barred in the new Minnesota law May-108 
STURNER, FRANCIS X. Penicillin: Economy can 
be found in using these routines and _ tech- 
niques. (Symposium) 
SUBSIDIARY WORKERS 
First school for training nursing aides. St. Louis 


ro fete 
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July-114 











“May-116 





June-122 























Council of Community Nursing -May-108 
National Association for Practical Nurse Educa 
tion issues program une-114 
waste and nurses aides are trained side by caaae 
E. F. M. Pritchard 
“Nursing Y” Training funds 
Practical nurse demonstration 
Practical nurses: Two schools of training, Monte- 
fiore Hospital, New York and Doctors’ Hospi- 
tal, Washington, D. e 
Programs, layouts and costs a a hospital school 
for practical nurses. J. J. ub Ja 
Subsidies for control measures ne hosp 
in tuberculosis. W. H. Oatway, Jr 


SURGERY DEPT. 
First telecast from the surgery April-106 
Radial type scheme for surgery.G. S. Holderness..Sept.- 36 
lined in Bulletin No. 74, and issued by Wash- 
ington Service Bureau July-105 
Surplus property sales. War Assets Administration...May- 88 
SUTTON, DALLAS G., M.D., director of study of 
government hospital relations, of the American 
Hospital Association, Washington Bureau April- 28 
SUTTON, FRANK C., M.D. Efficient medical record 
departments depend on functional arrangement..March- 38 
SWANSON, CLIFFORD A., REAR ADMIRAL (MC 
USN. Appointed surgeon-general of the Navy 
Sweden moves toward free care for all. A. Odel- 





























burg 
Sweden pioneers in planning kitchens. M. Gillam... meet: 78 


T 


Taft-Fulbright Bill aims to establish a depart- 
ment of health, education and security April- 97 
TANNER, MOIR P. Minnesota registration law for 
administrators; such legislation is long overdue. 
(Opinions) Sept.- 18 
Tax-exempt organization legislation April-100 
Tax revenue for these deficits. J. Harold Johnston. ....Dec.- 33 
TEACHING FUNCTION OF HOSPITALS 
Coordinated teaching. K. B. Babcock Jun 
Hospitals’. new role as Michigan decentralizes. 
Cc. F. Wilkinson Jr. Feb.- 48 
Opening a school of nursing in the hospital with 

fewer than 100 beds: Adequate training is 

possible. S. S. Brown; Planning of details needed 
for success. N. Gorgas; a ton size is not 
the factor. G. L. Losh. (Op inions) 
Teaching with pay patients. Maditortal 
Thus we fumble in our teaching methods. F. 

Carter~ ... 
Use of paying patients in research and teaching. 

E. B. Bay and R. E. Brown March- 35 
Telecast from the surgery April-106 
Telephone 3 (Editorial) Dec.- 59 
THOMAS, Jr. Distribution of bed accommoda- 

tions for ald 2M today: Local factors affect 

plans. (Opinions) Nov.- 
A three-hospital chain in operation. (A comment 

on: Mal * 4 not mate hospitals) W. A. Eckert and 

Ww. Wilson, Jr. March- 
Time sede in transporting food to patients. G. M. 

Hepple. April- 
Training guide for hospital employees. (Issued by 

Cleveland Hospital Council) Feb.- 
TRAUGOTT, HELEN M., R.R.L. A hospital school 

for medical secretaries. March- 
TRI-STATE HOSPITAL ASSEMBLY 

Record attendance at Tri-State meeting in Chi- 

cago. May June-118 

The seventeenth ones meeting held May 5-7, at 

Palmer House, Chic April-118 

TRUMAN. PRESIDENT HARRY S. A letter from the 
White House. 
Trustees’ journal, published by American Hospital 
Association, off the press. (Also Editorial. p.60)...Aug.- 47 
TUBERCULOSIS IN GENERAL HOSPITALS 
The economics of tuberculosis in general hospi- 
tals. W. H. Oatway 
Tuberculosis hospitals, 
beds. Myron D. Miller 
Tuberculosis surveys. 
Tuberculosis tests for children 
TWITTY, B. L. Flat rate charge for operating 
rooms and anesthesia; objections outweigh any 
convenience. (Opinions) 
Two-way audible communications. E. A. Jacobs 


U 


Ultraviolet air sterilization. G. M. Hyde and R. A. 
Higgons. 
UNIONS AND COLLECTIVE BARGAINING 
Exemption from compulsory bargaining granted | 
hospitals. n.-105 
Hospitals and labor law. (Editorial) ree 60 
Kahler Corporation, Mayo, Minnesota reports bar- 
gaining contract. March-126 
National Labor Relations act does not protect hos- 
April-120 
Sept.- 98 












































une- 50 

















Oct.- 18 
Oct.- 44 





Aug.- 77 











pitals against strikes. 
U.S. CHILDREN’S BUREAU 
Report of twelve years of w 
UPPER MIDWEST HOSPITAL, CONFERENCE 
First meeting of newly formed group to be held 
June 1-3 in Minneapolis. 


VETERANS ADMINISTRATION 
Agency statistics on hospitalization May-110 
Appropriations for construction June-112 
Army engineers to construct 17 more veterans’ 
hospitals. Nov.-103 








Dec.-110 














Xil 


Bed capacities of V.A. Hospitals and domiciliary 
homes in operation, and projects approved for 
construction. 

Care in Michigan hospitals. May-110 

Changes in nurses’ policy June-103 

Construction on V.A. Unit No. 7 begun at Grand 
Junction, Colorado. May-114 

The cost of veterans’ medical care. (From address 
by P. R. Hawley.) June- 59 

Mouivelent of outpatient service promised 

ha neuropsychiatric center opened at Tomah, 


Feb.-112 




















G.I. bill has announced increase in tuition or 
ments. May-110 
Hospital service for fiscal 1946 shows another 
jump in per diem costs 7. 98 
Increased scope of nurse education 4 
Medical advisors appointed.. 
Medical research program planned 
Numbers bring problems in the care of the hae” 
an. Col. Brown - 62 
Revisions in hospital plans 
Rise in occupancy 
Three problems in one. (Editorial) 
Toward real integration. (Editorial) 
Two graduate nurses training courses to be sie 
peated. 
VIGUERS, RICHARD T. See JORDAN, ROBERT, Tt. 
aut 
Wisitons and patients educated by effective control 
program. J. A. George. (Opinions) March- 
Visitors in hospitals 6 ee by capable personnel 
enforcing rules. a Slover. (Opinions) March- 
Voluntary hospital iokcon Archbishop E. V. Byrne...Jan.- 
Volunteer workers for peacetime service. (Opinions) 
Limits on the area of volunteers. D. Littauer; 
Aides leave when hostilities end. F. S. Groner; 
Improved care with volunteer work. M. McAhern; 
Aides are a hospital asset. A. F. Branton J 


WwW 


WAGNER, HERBERT P. and LAETZ, E. C. Five 

steps to eliminate outpatient confusion Nov 
WALTER, FRANK J. Distribution of bed accommo- 

dations for hospitals today: No definite rules for 

ratio. (Opinions) Nov.- 16 
War Assets ee report issued by Major 

Gen. R. M. Littlejohn Aug.-102 
War Assets Administration restates procedures 
War Assets Administration steps up its surplus dis- 

posal program. 
WARSON, S. R., M.D. Psychiatric service: A trend 

in medicine. 
Wartime controls. 
Washington (State) adopts government reimburs- 

able cost formula as a basis for payment of hos- 

pital care for aged and indigent Aug.-116 
WASHINGTON PERSPECTIVE 

Jan.-101; Feb.-99; March-103; April-97; May-101; 

June-99; July-99; Aug.-99; Sept.-97; Oct.-111; 


Nov.-99; Dec.-101 
WEBBER, OWEN. Better food facilities—some com- 
ing events. (Symposium) March- 46 
WESTERN HOSPITALS ASSOCIATION 
Annual meeting held May 12-15, at Seattle June-118 
WHEELWRIGHT, FARLEY W. Cooperative public 
relations. Nov.- 43 
WHITEHALL, ALBERT V. Workmen’s compensa- 
tion. June- 48 
WHOLESALE PRICE INDEXES 
Feb.-87; March-94; April-88; May-88; 
July-85; Aug.-87; Sept.-87; Oct.-89; 
Dec.- 89 


Wickenden, ‘wire E. B. receives U.S. Medal of Merit...Oct.-113 

witar Lee wane a They now have pensions 1 

WILEY, HE OOD M. Equipping a laundry —. 
will serve if WS. bed hospital 

WILINSKY. CHARLES F., chosen president-elect a 
= American Public Health Association. (Editori- 


a 

WILKINSON, CHARLES F., JR. M.D. Hospitals’ new 
role as Michigan decentralizes 

WILSON, LUCIUS R., M.D. See: DIXON, JAMES P 


M.D. jt. auth. 
Wear Kk. 7 oo L. Jr., See: ECKERT, KINGS- 
WINGER, E. M. Food accounting system assists in 
the control of costs 
WISSMATH, F., M.D. See also KNOWLES, MRS. C. 
S., R.N., jt. auth. 
‘Workmen's compensation. A. V. Whitehall 
wine by me oe U.S. participation in 
ORT M., 5 oe Hospitals need to train. 
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Dec.- 58 
Feb.- 48 








Oct.- 66 





iy “foninions) 
WRIGHT, CARL P. Jr. A new formula room made. 


to order. 
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X-ray protection may be provided economically by 


concrete. 


YOUR PRESIDENT REPORTS SECTION 
Feb.-12; March-12: April-12; May-12; 
July-12; Aug.-12; Sept.-12; Oct.-12; 
Nov.-12; Dec.- 12 
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ZENGER, JOHN H. Changes in procedure not last- 
ing. (Opini ons) May- 22 











July- 86 
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